ij Juleff & Sons Led. 


Manufacturers 


and General Iron Founders 


Lawson Square :: Redfern 


STOVE WORKS’ AND IRON FOUNDRY 


MANDIBLE STREET & BOURKE ROAD, ALEXANDRIA 
Established 1856. 


Telephone Redfern 25. 


Sectional List of 
Household Cooking Stoves 
Portable Copper Frames 
Wrought Iron Fire Places 
Incinerators, Colonial Ovens 
Bakers Oven Fittings 
Furnace Doors and Grates 
Gulley Grates, Etc, Etc. 


The 
Modern Gem 


These Stoves have all the 
latest Improvements. 
Cast Iron Ends 
Back and Bottom. 


Direct Draught Damper 
Oval Top Oven. 


For Short Wood, Coal or Coke. 


Size of Stove Height on Size of Oven 

Length Depth Legs Width Depth Height 
No. | 24in. 1 6in. 24in. 12in. 15in. 12in. 
No. 3 27in. 16in. 24in. 133in. 15in. 12in. 
No. 6 30in. 1 6in. 24in. 17in. 15in. 12in. 


All Stoves supplied with 
Pipe and Register or 2 extra 
lengths Pipe if Register not 
ordered. 


“Legs or Feet for Stoves— 
Aye extra, 


Only sent when ordered. 


For Long Wood. 


Size of Stove Height on Size of Oven 

Length Depth Legs Width Depth Height 
No. 1 24in. 20in. 24in. 12in. 15in. 12in, 
No. 3 27in. 20in. 24in. 13$in. 15in. 12in. 
No. 6 30in. 20in. 24in. 17in. )5in. 12in. 


The No. 3 size has Square Pipe Nozzle. 


J. JULEFF & SONS, LTD. 


Lawson Square, Redfern 
Telephone Redfern 25. Opposite Redfern Station. 
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Size of Stove 
Length Depth 
No. 0 24in. 1 6in. 
No. 1 24in. 1 6in. 
No. 2 27in. | 6in. 
No. 3 30in. 16in. 


Height on 


Legs 
22in. 
25in. 
25in. 
25in. 


The Famous 
Stove 

for Week End 
Homes 


by the Sea. 


Size of Stove 
Length Depth 


No. 0 24in. 20in. 


The Victor 


For Short Wood 


and 


Coal Fuel 


Width 
12in. 
12in. 
14in. 
1 6in. 


© 


Size of Oven 


Depth Height 
[5in. in. 
15in. 13in. 
15in. 124in. 
15in. 124in. 


The No. 0 Size has no Direct Draught Damper. 


Fer Long Wood. 


Made in one Size only. 


Height on 
Legs 
22in. 


Width 
12in, 


Size of Oven 
Depth 
|5in. 


Height 
9in. 


Size of Stove Height on 

Length Depth Legs 
No. | 24in. 1 6in. 231m: 
No. 2 27in. 1 6in. 25in. 
No. 3 30in. 16in. 25in. 
No. 4 33in. 16in. 25in. 


Che MONARCH 


Takes the longest 


Che MASCOT 


Bors. = 
Wood 
Coal 


or 


Coke Fuels. 
Steel Body, 


Cast Iron 
Bottom. 


Size of Oven 


Width Depth Height 


12in. 13in, I lin. 
13in. 13in. [3in, 
16in. 13in. 13in. 
19in. 13in. 13in. 


Wood of any make 


of Stove. 


Made with Steel 
Ends and Back 


or 


All Heavy Cast Iron. 


Size of Stove Height on 
Length Depth Legs 
No. | 24in. 27in. 18in. 
No. 2 30in. 27in. 18in. 
No. 3 36in. 27in. 18in. 


Size of Oven 
Width Depth Height 
18in. 1 lin. 13in. 
24in. I lin. 13in. 
30in. I lin. 13in. 


as 


iS Che EMU 


Coal 


Coke 


and 


wm bhw— 


Short Wood 


Dimensions of the Famous “Emu ” 


Size of Stove Size of Oven 
Depthof Depthof Height 
Length Coal fire Wood fire on legs Width Depth Height 
27in. 18in. 23in. 24in. 123in. 174in. 124in. 
30in. 19in. 24in. 24in. 144in. 17fin. 13in. 
33in. 19in. 24in. 25in. l6in. 18in. 134in. 
36in. 19in. 24in. 25in. 18%in. 18in. 134in. 


No Better Stove Made ! 


The Stove that is sold with a Guarantee. 


Che EMU 


For 
Long 
Wood . 
Fuel 


Bares 


Fire full depth of Body of Stove. 


No. 7 “Emu” Stove with Boiler. 


Illustration showing “Emu” Stove fitted up with Boiler at Side. 


Size 32in. long edhe Oven 134in. wide 
17in. deep sk 163in. deep 
24in. high ates 13 in. high 


Any of our makes of Stoves can be fitted with Copper Boiler fitted 
on Brackets at end of Stove, with Copper Coil in Fire for Quick Boiling. 


Grate 


Catalogue 


The Gothic Grate. 
No. I, 14in.; No. 2, 16in.; No. 3, 18in.; No. 4, 20in.; No. 5, 24in. 


STEEL FRAMES 


Diameter 
Size Inside Band 
[Ocal ae tener 19 in. 
T:2ePr sietecnats.. fs 20 in 
TSbestns ian eta hte 0 bs 21din 
Le ae crise ac eearane, 222in 
UREA = cote teers eae 223in 
2 OD ee eee he 23 3in 


Tripod Stands. 


Same Sizes as above. 


WASH COPPER FRAMES 


CAST FRAMES 
Diameter 
Size Inside Flange / 
(ANG! ce oe. cnc 18§in. 
12: 35, aoe net eae 19fin 
14) Sepia tee 214in 
1G, Sree eer 22 in 
Ti62 sn, 7 Geert ster 223in 
20) ~~ Teer ee 233in 


Above Sizes are for Seamless Coppers. 
Frames can be supplied for other makes of Coppers. 


COLONIAL 
a OVENS 
Heavy Gauge 
Mild Steel 
Overall Sizes : 
IN Gina seta a ie 1 2 3 4 5 6 th 8 
Width (ins.) 18 PA 24 24 eye 30 36 36 
Depths elo: 16 16 16 16 16 18 18 
Height 9 <. eqs ie 12 14 14 14 14 18 


Cast Iron 
INCINERATORS 
With 4 Feet Pipe 
and Hood 
NosiOe isc. 20 in. dia 
No. 1 214in. dia, / 
No. 2 244in. dia. 


Incinerators can be supplied with Steel Strengthening Bands. 


9 
WROUGHT IRON FIRE PLACES. 


No. | Pattern. No. 2 Pattern. 

No. I—49in. high x 2lin. deep. No. 2—49in. high x 27in. deep. 
Made in the following widths: Made in the following widths: 
24in., 30in., 36in., 42in., 48in., 24in. 30in. 36in. 42in. 48in. 54in. 

and 54in. 
No. | Pattern—Light Black or Galvd. Steel, up to 48in. 24 gauge, 54in. 
22 gauge. 
No. | Pattern—Heavy, with angle iron Frame, black or galvanized, 
20 gauge. 


No. 2 Pattern.—With mantle, bottom black or galvanized, 20 gauge, 


J. SULEFFR SONS Le _ 
RN «SYDNEY. 


REDE 


Furnace and Ash 
Pit. Door and 


Frame. 


BAKERS’ OVEN FITTINGS 


Bearing Bar. | 


Furnace Bar. | 


No, 3 Set. 


Bakers Oven Doors. 


Various sizes in stock. 


Peel Plate with Door and Frame. i 
MEASUREMENTS AND WEIGHTS. 
Length. Height Weight 

Peel Plate 8ft. 10 in. 
Batch Door 5 Py % Lites 6 in, {13in.\ cwt. ars. lbs. 
Furnace and Ash Pit Frame overall 1ft. 6 in. 8ft. 83in. 
Fire Door, inside measurements 113in. 11gin. 2 2 18 
Ash Pit Door, inside measurements . 113in. 1ft 1) in: 
2 Dampers, inside measurements . 9 in, ti in; 
8 Fire Bars, 29in. long i 1 5 9 
2 Bearing Bars, 24in, long | S 


SOLER REONS © J JULEFF & SONS. L? 


Round and Square Gully Grates, 4in. to 12in. Round Grates half sizes. 


Footpath Boxes, W. and S. Pattern. Inspection Boxes. 


Furnace Grates for Coppers. 


Copper Doors and Frames. 
Overall Measure. 


Inside Measure. 
No. 2, 94 x 10%, No. 3 10d x 1032, No. 2 7 x 53, No. 3 84 x 64, No. 4 


No. 4 11 x 12, No. 5 14 x 18%, No. 


aay 9x 7, No. 5 10 x 8, No. 6 114 x 84. 
A 4 x 153. f 


No. 12—Extra Heavy. 


Grate, 15in x 18in. < Door Frame, | 1#in. x 8#in. 


J JULEFE & SONS UP 


Soot Boxes and Covers. 
Size 6in. x 44in. & Yin. x 6in. 


Dampers and Frame 
12in. x 6in. overali 
Yin x 44in. inside 


ar ae 
Cast Iron Truck Wheels. 
5) 65 fe Oy 9; 10; U2: 


Also heavy Truck Wheels—- 
6 to 20ins. 


For Gas and Fuel Ranges, Gas Cookers, Dog Grates, Heat- 
ing Stoves, Boot Scrapers, ete., see other lists. 


We also have a very extensive range of patterns for— 


Balcony Railing, Frieze and Brackets. 
Garden Seats 
Theatre Chairs. 
Refreshment Table Stands (round or square) 
Barrow Wheels. 
Street Gulley Grates. 
Grates for Garage Drainage. 
Man Hole Covers. 
Inspection Covers. 
Hydrant Boxes. 
Enamelling Ovens. 
Etc., etc., etc. 


— ST OF —NCeFCeOoOO SF 


